To:  Loesei,  Matthew[loesei. matthew@epa.gov] 

From:  Fuller,  Kris 

Sent:  Sat  8/8/2015  10:00:12  PM 

Subject:  FW:  PH  readings  at  sample  locations 

Gold  King  Samples  20150807  (2).xlsx 

Today's  pH  readings  are  attached  (excel) 


Yesterday's  pH  readings: 

Farmington  Water  System  Animas  River  Pump  Station  2:  ph=7.97 
lower  valley  water  users  association,  farmers  ditch:  pH=5.85 


From:  "Latham,  Benjamin"  <Beniamin. Latham@WestonSolutions.com> 

Date:  Saturday,  August  8,  2015  at  1:56  PM 

To:  David  Crow  <David.Crow@westonsolutions.com> 

Cc:  Janine  Latham  <ianine.latham@westonsolutions.com>.  Kris  Fuller 
<Kris.  Fuiler@westonsolutions.com> 

Subject:  RE:  PH  readings  at  sample  locations 

I added  the  readings  to  the  table  I sent  yesterday.  We  didn’t  have  the  instrument  onsite  for  the 
first  two  samples.  I’ll  have  the  others  for  today’s  samples  later. 


Ben 


Benjamin  J.  Latham 
Weston  Solutions,  Inc. 

3900  Dallas  Parkway 
Suite  175 
Piano,  TX  75093 

B.Latham@.WestonSolutions.com 

972-213-6618  Ceil 
469-666-5517  Office 
469-666-5540  Fax 
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From:  Latham,  Benjamin 

Sent:  Saturday,  August  08,  2015  1:52  PM 

To:  Crow,  David 

Cc:  Latham  (Polinko),  Janine;  Fuller,  Kris 
Subject:  RE:  PH  readings  at  sample  locations 

Yesterday’s  pH: 

Farmington  Water  System  Animas  River  Pump  Station  2:  ph=7.97 
lower  valley  water  users  association,  farmers  ditch:  pH=5.85 

I’ll  send  the  others  in  a bit 

Benjamin  J.  Latham 
Weston  Solutions,  Inc. 

3900  Dallas  Parkway 
Suite  175 
Piano,  TX  75093 

B.Latham@WestonSolutions.com 
972-213-6618  Cell 
469-666-5517  Office 
469-666-5540  Fax 


From:  Crow,  David 

Sent:  Saturday,  August  08,  2015  1:38  PM 
To:  Latham,  Benjamin 
Cc:  Latham  (Polinko),  Janine;  Fuller,  Kris 
Subject:  RE:  PH  readings  at  sample  locations 


Ya,  the  REOC  just  requested  in  the  text  messages  at  time  of  sample  collection  also  include  the 
pH  reading  at  the  time  of  collection. 
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From:  Fuller,  Kris 

Sent:  Saturday,  August  08,  2015  1:31  PM 
To:  Latham,  Benjamin;  Crow,  David 
Cc:  Latham  (Polinko),  Janine 
Subject:  PH  readings  at  sample  locations 


Have  we  been  pulling  any  PH  readings  at  the  sample  locations?  R6  REOC  is  asking. 


Thanks 
Kris  Fuller 
Senior  Programmer 
Weston  Solutions,  Inc. 

3900  Dallas  Parkway,  Suite  175 
Plano,  TX  75093 
469.666.5536  - direct 
972.754-4715 -cell 
Kris. Fuller(a).WestonSolutions. com 


CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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